


a TTY 
25 September 196) 


Dear. Jim: 


Re: a) Meeting held at 


at ——— 
— dated 19 September 1961 


The following is a brief description of the Zenith Camera and is 
submitted as an interim measure pending completion of the date promised 
you in reference (b): 






1) ZENITH CAMERA - This camera fs suitable for eatablishing 
highly accurate astronomic positions in remote unsurveyed areas. The 
instrument is easily transportable and operable by personne] with minimum 
knowledge and training in geodetic astronomy, 


exposure at various rotational settings about the vertical axis, This 
permits exploitation of collimator precision rather than dependence upon 
absolute accuracy, 


precision time recorder. The battery power supply is included as well 
as a control unit for controlling shutter actuation and other related 
functions, 
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